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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 010394 
ORIGIN COME-00 

INFO OCT-OI NEA-IO ISO-00 EB-07 INT-05 TRSE-00 /023 R 

DRAFTED BY COM/BIC/CAGNE/MFSMITH 
APPROVED BY EB/OCA/CD:WERAU 
COM/BIC/CAGNE/PBHALE 
NEA/RA:DMORRISON (INFO) 

1723I4Z 070427/62 

R 17I938Z JAN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 010394 

E.O. II652: N/A 
TAGS: BGEN, IR 

SUBJECT: PROPOSED SALE OE U.S. DESALINATION PLANT TO 


1. COMMERCE HAS BEEN ADVISED BY ULTRASYSTEMS, A CALIFORNIA- 
BASED EIRM, THAT PROPOSAL EOR SALE AND INSTALLATION OF 
DESALINATION PLANT REPRESENTING LATEST U.S. TECHNOLOGY IN 
FIELD WAS PRESENTED THIS WEEK TO H.I.M. PLANT IN QUESTION 
UNTIL RECENTLY WAS IN OPERATION ON EXPERIMENTAL BASIS ON 
WEST COAST, BUT WAS SHUT DOWN AS RESULT OF ESCALATING FUEL 
COSTS. 

2. ULTRASYSTEMS REPRESENTATIVE IN TEHRAN, MAJ. GEN. (RET.) 

H. DARMSTANDLER (TEL. 24-22-88) HOPES TO BRIEF EMBASSY 
OFEICERS SOONEST IN ANTICIPATION THAT EMBASSY MAY BE 
QUERIED BY GOI EITHER ABOUT PROJECT OR ABOUT COMPANY'S 
CONNECTION THEREWITH. 

KISSINGER 

UNCLASSIFIED 
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Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1977STATE010394 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/CAGNE/MFSMITH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77001 7-0542 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 45/aaaabmyx.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 99c5f2d8-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 
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Original Handling Restrictions: n/a 
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Page Count: 1 
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Retention: 0 
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Review Event: 

Review Exemptions: n/a 
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Subject: PROPOSED SALE OF U.S. DESALINATION PLANT TO IRAN 
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